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MEMORANDUM FOR: Chairman, Security Committee 


as FROM: ae 
wxecutive seécr ry, Security Committee 


SUBJECT: Response to Army on Waiver of DCID 1/7 F, e_ 
eel 


1. Attached for your signature is a response to General 
Thompson, Army who asked for an exemption to DCID 1/7 to 
authorize dissemination of ORCON to U. S. Army Intelligence 
and Security Command and the Intelligence Threat Analysis 
Center at Arlington Hall Station. 


2, The exemption was thought necessary because Army's 
recent reorganization took these elements out of the direct 
command loop. However, I've checked with and received con- 

— currence from DIA, CIA and NSA on the proposed response which 
recognizes that the reorganization is one of changing names - 
not mission or functions and that direct support of the Head- 
quarters Army is still involved. 


3. Accordingly, no exemption is needed and Thompson 
can continue to send ORCON to these elements on his own 
authority. 
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